PREFACE                                  ix

the " Report of the Materials Section of the Technical
Department of the Air Ministry," compiled by Professor
Jenkin (of which the section on Steel was built up mainly
from reports presented by me), I have drawn frequently.
It has not always been possible to give detailed references
in the text to that Report, and it is hoped that this general
acknowledgment will be regarded as sufficient. My
sincerest thanks must also be tendered to my friend,
Mr. Harry Brearley, for much information and advice,
and for his kindness in allowing me to use many of his
photographs of ingot sections, etc., as illustrations in this
book. For other illustrations I am indebted to my
friends, Mr. W. H. Dyson and Oapt. L, W. Johnson,
M.Met., M.C. For the pictures of various testing
appliances I offer my best thanks to Dr. T. E, Stanton,
Messrs. The Cambridge & Paul Instrument Company,
Messrs. Brown Bayley's Steel Works, Mr. S. C. S.
Hickson (JTirth-Derihon Stampings), and Messrs, A. Lee
& Sons. To Professor Andrew Robertson, D.Sc., and
Dr. B. P. Haigh I owe the detailed notes and sketches
which have enabled me to describe the appliances con-
nected with their names.
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